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Message Text 


UNCLASSIFIED 

PAGE 01 PORT 0 01740 061823Z 

61 

ACTION COME-00 

INFO OCT-01 ARA-10 ISO-00 EB-07 /018W 

027635 

R061809Z JUL 76 

FM AMEMBASSY PORT OP SPAIN 
TO SECSTATE WASHDC 9438 

UNCLAS PORT OF SPAIN 1740 


FOR COMMERCE/MEPD 


E.O. 11652: ,/A 
TAGS: BENC, BEXP, TD 

SUBJECT: MAJOR PROJECTS: CONCRETE PIPE PLANT 
REP: PORT OF SPAIN 1694, STATE 155114 

1. EMBASSY HAS JUST BEEN INFORMED THAT THE CENTRAL TENDERS 
BOARD WILL "SHORTLY" INVITE TENDERS PROM PREQUALIFIED 
CONTRACTORS AND FIRMS FOR CONSTRUCTION WORK AND SUPPLY OF 
GOODS FOR THE SIX CONTRACTS INVOLVED IN THE CARONI-ARENA 
WATER SUPPLY PROJECT. DEADLINE FOR RECEIPT OF TENDERS 

IS SEPTEMBER 23, 1976. 

2. GOVERNMENT ANNOUNCEMENT WAS CIRCULATED TO ALL FOREIGN 
MISSIONS FROM COUNTRY MEMBERS OF THE INTER-AMERICAN 
DEVELOPMENT BANK, SO EMBASSY PRESUMES THAT PROBLEMS REGARD- 
ING PROPOSED IDB LOAN FOR PROJECT HAVE BEEN OR ARE ABOUT 

TO BE RESOLVED. 
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UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976PORTO01740 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760260-0723 
From: PORT OF SPAIN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760787/aaaaczdo.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 76 PORT OF SPAIN 1694, 76 STATE 155114 

Review Action: RELEASED, APPROVED 

Review Authority: schwenja 

Review Comment: n/a 

Review Content Flags: 

Review Date: 08 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 APR 2004 by ThomasVJ>; APPROVED <06 AUG 2004 by schwenja> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECTS: CONCRETE PIPE PLANT 
TAGS: BENC, BEXP, TD 
To: STATE 
Type: TE 
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